KENWOOD 107 


SERVICE BULLETIN AMATEUR RADIO 


Some users of the TS-930S have reported a slight change 
in the CW pitch tone when the MONI switch is turned ON 
and OFF. 


This may be corrected by changing the following components: 


On the Signal Unit (X57-1000-XxX) change R826 from a 1K ohm 
to a LOK ohm, part no. RD14CB2EH10373 and remove C601, a 
.022uF capacitor from the foil side of the circuit board. 


Schematic address: F,8 
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Notes: This change applies to units before S/N 3070221. 
Installation time for this procedure is % hour or less. 


CLM/clm 


TRIO-KENWOOD COMMUNICATIONS 1111 WEST WALNUT STREET - COMPTON, CALIFORNIA 90220 U.S.A. 
MAILING: P.O. BOX 7065 - COMPTON, CALIFORNIA 90224 
TELEPHONE: (213)639-9000 SERVICE TELEPHONE: (213) 639-7140 


